525 EAST 88th STREET. NEW YORK. N Y 10021 

THE NEW YORK HOSPITAL-CORNELL MEDICAL CENTER 


DEPARTMENT OF SURGERY 


December 21, 1981 


Harrison Edward Livingstone 
. Box 7149 

Baltimore, Maryland 21218 
Dear Mr. Livingstone: 

My testimony before the Warren Commission is a matter of 
record. I suggest you read it. Also, do not again use 
my name with inaccurate quotes. I've neither verified 
nor challenged the accuracy of any photos. 


Sincerely, 




